Transfer stops 


Significant destinations ~. Hanh Bair Canes 
Other agencies — © CT, WRTD 
Stop name — East Campus (NB) 


In the above example, transfer is possible to 
CTtransit and WRTD buses at the same stop as 
HuskyGO serves. 


Payment is necessary for services outside 
HuskyGO. 


Destinations are color-coded to match the 
agency which provides them. In the example, 
one can go to Four Corners with WRTD or 
Hartford with CTtransit. 


Not all destinations are listed. 


From Depot Campus, Hunting Lodge Aptm. 
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Stop abbreviations 


NB = Northbound 
SB = Southbound 
EB = Eastbound 

WB = Westbound 


IB = Inbound 
OB = Outbound 


Agencies and abbreviations: 


CT = CTtransit 
Service on Route 913 (Manchester-Tolland-Storrs Express) 
https://www.cttransit.com/ 


PPB = Peter Pan Bus Lines 

Service to/from Hartford on CTtransit Route PPB; 
Service on own intercity route to Providence 
https://peterpanbus.com/ 


WRTD = Windham Region Transit District 
Service on Routes 674A, 674B, 674C to Willimantic; 
Service on Route 674A to Four Corners 

https://wrtd.org/ 
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Parking abbreviations used: 


Res. = Resident Student 

Comm. = Commuter Student Se | 
Comm. Prem. = Commuter Student Premium a) 

E.-2 = Employee Area 2 C 
E.-G = Employee Lot G / 


Not all applicable parking is shown 
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How to read stops: 


Benton St (EB) 


Benton St (WB) Stop and direction 


Porter St — Stop name 
Lenox St 


In the above example, three lines appear. 

The stop at Lenox St is only served by the Red 
line going east. 

The stop at Porter St is served by both the Red 
and Yellow lines, however, not by Orange. 


The stop at Benton St (WB) is served by both 
Orange and Yellow when going west, while 
Benton St (EB) is served when going east. 

The Orange and Yellow lines travel in both 
directions, as indicated by the stops’ arrows, 
while the Red line only goes east. 


NZTC = Nash-Zimmer Transportation Center 
(aka Mansfield Transportation Center) 
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To Depot Campus, Hunting Lodge Aptm. 


Northwood Apartments = 
Style on map: 
Name: 
Service hours (M.-Th.): 
Service hours (Friday): 
N On-peak hours: 


Arrival interval (on-peak): 
Arrival interval (off-peak): 


Depiction on signs: 


1. Transportation/Parking Services 
2. Upper Lot F (EB) 

3. Upper Lot F (WB) 

4, Lower Lot F (NB) 

5, Lower Lot F (SB) 

6. Visitor's Center (OB) Hilltop Dorms (0B) 
7. Visitor's Center (IB) 

8. Central Warehouse (SB) 
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